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October 20, 1976 


CONCORDIA ENGINEERING PROF WINS AWARD FOR TEACHING EXCELLENCE 


Concordia University's Dr. Hugh McQueen was awarded a Western Electric 
Fund Award for excellence in engineering instruction. 

The award, worth $1000, was presented at the 31st Annual meeting of 
the American Society for Engineering Education, held earlier this month in 
Toronto. Concordia Mechanical Engineering Department chairman Dr. Morne 
Duplessis received the award on behalf of McQueen who is on sabbatical in 
Europe. 

Dr. McQueen teaches metallurgy and the social aspects of engineering. 
He has taught metallurgy at Concordia and Ecole Polytechnique (Université de 
Montréal). His original work in metallurgy has resulted in a significant 
number of articles in scientific and technical journals. 

After four years of team work with his students, Dr. McQueen recently 
produced an animated color film for use in the teaching of dislocations. This 
film, which was supported by the American Metal Society and other institutions, 
has already received international praise from universities and metallurgists. 

Dr. McQueen planned the program on Social Aspects of Engineering at 
Concordia University and has directed it for the past five years. He has also 
carried his message beyond his students to the licensing authority, the Order 
of Engineers of Quebec, and to the profession. 

Dr. McQueen has successfully encouraged a number of changes in the 
code of the Order, and has written widely in professional journals about the 


responsibilities which new engineers must face. 
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